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ACTION AF-08 

INFO OCT-01 EB-07 ISO-OO /016 W 

060614 

R291518Z JUL 76 
FM AMEMBASSY LAGOS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6095 

UNCLAS LAGOS 08697 

E.O. 11652: N/A 
TAGS: BEXP, BENC, NI 

SUBJECT: TENDERS FOR DESIGN AND CONSTRUCTION OF ELECTRIC 
TRANSMISSION PROJECT 

REF: LAGOS 8642 

1 . THE NIGERIAN ELECTRIC POWER AUTHORITY INVITES TENDERS FOR 
THE DESIGN, MANUFACTURE, TESTING, PACKING, DELIVERY, ERECTION, 
COMMISSIONING AND MAINTENANCE FOR 12 MONTHS OF THE ITU-EKET- 
PORT HARCOURT MAIN TRANSMISSION PROJECT, CONTRACT 3466' 1. 

2. AT ITU THE WORKS COMPRISE THREE 132KV CIRCUITS WITH TWO 
BREAKERS FORMING PART OF A FUTURE BREAKER AND A HALF SCHEME. 

3. AT EKET THE WORKS COMPRISE MINIMUM OF 132KV WORKS WITH TWO 
30/45 MV A 132/33KV TRANSFORMERS SUPPLYING A 33KV SINGLE BUS 
HAVING 6 BREAKERS. 

4. AT PORT HARCOURT MAIN THE WORKS COMPRISE MINIMUM 132KV 
EQUIPMENT WITH TWO 30/45 MVC 132/33KV TRANSFORMERS SUPPLYING 
A 33KV SUBSTATION. THE 33KV SINGLE BUS SUBSTANTION IS TO BE 
CONVERTED TO DOUBLE BUS AND EXTENDED WITH 10 BREAKERS. 

5. EACH SITE SHALL BE COMPLETE WITH ALL CIVIL WORKS WHICH SHALL 
INCLUDE SITE CLEARANCE, FENCING, ACCESS ROAD, DRAINAGE CUT AND FILL 
AS NECESSARY, CONTROL BUILDING AND EQUIPMENT FOUNDATIONS. 

6. A SHORT PRECIS IS AVAILABLE FROM: NATIONAL ELECTRIC POWER 
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OR PREECE, CARDEW AND RIDER, CONSULTING ENGINEERS, PASTON HOUSE, 

165-167 PRESTON ROAD, BRIGHTON, BN1 6AF, ENGLAND. 

7. TENDER DOCUMENTS MAY BE OBTAINED ON OR AFTER 22ND JUNE, 1976 
FROM PREECE, CARDEW AND RIDER AT THE ABOVE ADDRESS ON RECEIPT OF 
THE STERLING EQUIVALENT OF 200 NAIRA PER SET OF 3 TENDER DOCUMENTS, 

THE PAYMENT WILL NOT BE REFUNDED. 

8. TENDERS, SUBMITTED IN DUPLICATE TO THE NATIONAL ELECTRIC POWER 
AUTHORITY, ARE RETURNABLE BY 12 NOON LOCAL TIME ON 15 SEPTEMBER, 

1976 TO THE ABOVE ADDRESS, WHEN A PUBLIC OPENING WILL TAKE PLACE. 
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